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down upon Rupert's army on Marston Moor.   Since the 1644 Wars of the Roses no armies of such size had fronted each other on English soil.

Marston Moor lay seven miles west of York city between the roads to Boroughbridge and Wetherby. In length it was about a mile and a half, much overgrown in its western parts with furze and broom, and sloping gently northward to WiLstrop wood, a point some fifty feet above the sea. Along its southern rim lay a ditch with a hedge on the far side, boggy and difficult at the centre and western ends, but in the middle largely filled up. South of the ditch the ground rose to what in those parts was a considerable hill, reaching a height of one hundred and fifty feet at the tree clump a mile to the south. All this slope was under cultivation, fields of rye and wheat, without any separating walls or hedges. At each end of the slope lay a village, the hamlet of Tockwith on the west, and the more considerable straggling village of Long Marston on the east. A few other features must be noted. At the Tockwith end of the ditch there was a piece of marshland with a rabbit-warren to the south of it. In the centre of the Moor itself, about half a mile from the ditch, was a cattlefold, known as White Syke Close. At the Long Marston end a lane called Moor Lane crossed the ditch at right angles; here the furze was very thick, and the ground was made more difficult by being seamed by many runnels. At five o'clock on the afternoon of July 2 the parliament army lay along the slope south of the ditch, while Rupert had marshalled his forces north of it on the open moor.

The parliament front, since it contained far the larger number of men, slightly overlapped that of its opponents. Its strength was close on 27,000, some 20,000 infantry and the rest cavalry. Of this force Leven's Scots formed the largest contingent; they had no longer the strength with which they crossed the Tweed in January, mainly owing to the privations of that inclement spring; but they still mustered about 12,000 foot, and 2000 horse.